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Steve, 

Sorry -1 missed mary Clark as she was coming out of the meeting, so I still have signed witness statements 
for everyone except Gloria Phillips who has been out. I can try to get them down to you tomorrow. 

Julie 

juLLaiA.iA^ Nflsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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